The  Second  Congregational  Church,  Stonington, 
Conn.,  was  organized  in  1833  and  built  2  years 
later.  The  "Town  Clock"  in  the  tower  was  given 
by  Erskine  Phelps  in  1889,  replacing  the  original 
given  by  his  father  in  1838. 
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